ANAEROBIC   TREATMENT   OF   SEWAGE
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a thick scum is formed on the surface thereof and a mass of
micro-organisms has been developed of a character and quantity
sufficient to liquefy the solid matter of the flowing sewage, the
inflow serving to sustain the micro-organisms, and then sub-

.FlG. 1

p p p

p p

F                                              ' F'
Fig. 9.    Septic tank of A, X Provost, Jr., 1902.
jecting said pool, under the cover of said scum and under the
non-disturbing inflow and outflow, to the liquefying action of